ST.  WILLIAM'S 
Fall  River,  Mass. 
St.  William's  Roman  Catholic  Church  in  the 
Maplewood  area  of  Fall  River.  Contemporary 
Georgian  in  style,  it  was  dedicated  November 
1,  1961.  The  Baptistry  Rell,  suspended  from 
stainless  steel  supports  ast  by  H.  N.  Hooper 
&  Co.,  of  Boston  in  1852,  originally  hung  in  a 
church  in  Pawtucket  and  a  Textile  Mill  in 
Warwick,  R.  I. 

MULLEN  STUDIO 

Professional  Photographers 

Fall  River,  Mass. 
Area  Code  617  -  672-5315 


PLACE 
STAMP 
HERE 


POST  CARD 

Address 


